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E.O.l 1652: N/A 

TAGS: BEXP, IR 

SUB J : AMERICAN MEDICORP 

REF: TEHRAN 1746 

1 . EMBASSY HAS BEEN INFORMED THAT PRIME MINISTER HOVEYDA, DURING 
AN OFF-THE-RECORD PRESS CONFERENCE IN TEHRAN FEBRUARY 21, STATED 
THAT THE THREE BRITISH, AMERICAN AND FRENCH FIRMS WOULD, IN FACT, 

BE PROSECUTED FOR FRAUD. PRIME MINISTER ADDED THAT ALL THREE 
FIRMS HAD BEEN BLACKLISTED FROM DOING FURTHER BUSINESS IN IRAN. 

THIS ALSO APPEARED, SOURCED DIFFERENTLY, IN LOCAL NEWSPAPER MORN- 
ING FEB. 22. 

ALTHOUGH PRESS CONFERENCE WAS ON BACKGROUND, WE UNDERSTAND THAT 
SOME OF THE FOREIGN JOURNALISTS PRESENT, INCLUDING THE AMERICANS, 
WILL USE PM'S STATEMENT. EMBASSY HAS NO FURTHER DETAILS AT THIS 
TIME AS TO WHAT FORM GOI’S PRSECUTION WILL TAKE. 

2. SUGGEST THAT DEPARTMENT MAY WISH TO PASS ON FOREGOING TO 
MEDICORP. 

3. WOULD APPRECIATE RECEIVING FROM DEPARTMENT TEXT OF ANY PRESS 
COVERAGE IN U.S. OF PRIME MINISTER'S REMARKS. 

HELMS 

LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976TEHRAN01810 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760067-0239 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760225/aaaaavwo.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: 76 TEHRAN 1746 

Review Action: RELEASED, APPROVED 

Review Authority: morefirh 

Review Comment: n/a 

Review Content Flags: 

Review Date: 10 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2004 by GarlanWA>; APPROVED <06 JUL 2004 by morefirh> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: AMERICAN MEDICORP 
TAGS: BEXP, IR 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



